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MINUTES 

MEDICAL STAFF CAREER SERVICE BOARD MEETING 
Friday, l4 July 1961 


Present: C/MS - Chairman . . . . Dr. Tietjen 

DC/MS - Voting Member 

C/OD - Voting Member 

C/CD - Voting Member D 

C/SD - Voting Member 

PO/MS - Executive Secretary 

Secretary to C/MS - Recording Secretary . . 


25X1A9a 


25X1 A9a 


Minutes of Previous MeetJ 


The Minutes of the Medical Staff Career Service Board Meeting of 
15 June 1961 were approved by the Members without comment. 

2. Review of Fitness Reports 

The Executive Secretary reviewed briefly the Fitness Reports recently 
completed on the following personnel: 

r., GS-1^, Medical Officer 
., GS-13, Medical Officer 
, GS-6, Medical Technician 
GS-4, Clerk-Typist 

These Reports are available for further individual review by the Members. 

3 . Re commendations for Promotion 


25X1 A9a 
25X1A9a 


25X1A9a 


25X1A9a 

25X1A9a 

25X1 A 

25X1 A6a 
25X1 A9a 

25X1A9a 

25X1A9a 


GS-12, Intelligence Officer(Medical Sciences) 


Leer (Medi 

A request from Dr.MBMMfor the promotion of Mr. B^fljl to GS-13 
was reviewed by th^i5X^SS.ve Secretary, who noted tb^^une position 
occupied by Mr. was upgraded to GS-13 on 30 June 1961. The 

Executive Secretary recommended approval of the promotion; the Members 
concurred. 

b. GS-7, Medical Technician. The request for 

promotiS^^W^^^^^^^^^S-8, as submitted by the Acting Chief Tech- 
nician and endorsed by C/CD, was reviewed by the ExecutTv^Secretary who 
recommended approval of this promotion even though^^^^^^^^B preceded 
on the Competitive Evaluation Ratingby currently assigned 

at C/OD felt the officials of ^■should be queried regarding Mr. 

WSM promotion before Mr. action is approved, in keeping with 

provious Medical Staff policy in this regard. However, the Members voted 
to promote Mr.^^H at this time and to await a recommendation from BEI 
re garding Mr suitability for promotion without soliciting such 

opinion . 


25X1 A9a 


25X1A9a 

25X1A9a 

25X1A9a 


25X1 A6a 
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Distribution: 
Orig - C/MS 
1 - DC/MS 
1 - C/OD 
1 - C/CD 
1 - C/SD 
1 - PO/MS 
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